Stanford Memorial Chapel—located on the 
Campus of Stanford University, is considered 
one of the most beautiful churches in America. 
The extensive use of art mosaics for mural 
decorations combine to make it a structure 
more than unique in character, worthy of visit¬ 
ing and well remembered. This church was 
built as a memorial by Mrs. Stanford to her 
husband Senator Leland Stanford. Dedicated 
in January 1903. Only non-sectarian services 
are held. 
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